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Washunoin, DS January 15 L8G 9 


Hon. Daniel M. Fox, 

Superintendent U. S. Mint, 

Philadelphia. 
Sains 

Fnelosed find list of silver deposits entered as gold de- 
-posits, and gold deposit as silver deposit, on your Register of 
Deposits for quarter ended December 51, 1888. 

A very marked improvement in correetly distinguishing silver 
deposits from deposits of gold bullion is apparent by comparison 
of the Register for last quarter with the one for quarter ended 
Mareh 31, 1887, the latter containing one hundred and twelve 
instances of incorrect classification, as enumerated in letter of 
June 20, 1887, against nine during the quarter ended dlst ultimo. 


Respectfully yours, 
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Direetor of the Mint. 
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NARA RG104, Entry 1, Box 155 


[Abstract:] Enclosed find list of silver deposits... 


Treasury Department, 
Bureau of the Mint, 
Washington, D.C., 
January 15, 1889 


Hon. Daniel M. Fox, 
Superintendent U.S. Mint, 
Philadelphia. 


Sir: 


Enclosed find list of silver deposits entered as gold deposits, and gold deposit as silver 
deposit, on your Register of Deposits for quarter ended December 31, 1888. 


A very marked improvement in correctly distinguishing silver deposits from deposits of 
gold bullion is apparent by comparison of the Register for last quarter with the one for quarter 
ended March 31, 1887, the latter containing one hundred and twelve instances of incorrect 
classification, as enumerated in letter of June 20, 1887, against nine during the quarter ended 
31st ultimo. 


Respectfully yours, 
James P. Kimball 
Director of the Mint. 


